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PART HI 


Stores Purchase 


Medical Education Department 

TENDER NOTICES 

( 1 ) 

No. C8/22629/2012/MCT. 21st November 2012. 

Sealed competitive tenders in the perscribed performa 
are invited for the purchase of the following items 
required for the Urology Department, Government 
Medical College Hospital, Thiruvananthapuram. Tender 
should be subscribed tender number and addressed to 
the Principal, Government Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Cost of tender form (Inclusive of VAT): 

Original— 420. 

Duplicate— 210. 

Last date and time for sale of tender form— 
3-1-2013, 3 p. m. 










Last date and time for receipt of tender form— 
4-1-2013 at 2.30 p. m. 

Opening date and time of tender—4-1-2013 at 3 p. m. 

Tender forms will be sent through post if 
required provided due amount with sufficient postage 
charges ( 50) is sent by way of Money Order in 

favour of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. Money 
Order should reach this Office on or before 21-12-2012. 
No other forms of remittance will be accepted. 

anlrajmcnomnjjrao s)ffl(uilc9S)«53 Gcfcoegssloej cQijcsoogsjl 
ojd1o_|0(3§j oaci31 eejcesi' cot^qj aocra <mo as> njcxmjcn) 
01)00)0)631303 <Ul85)ffl611)o ffluJ^JOTHTOlcn 0)laajl8S) Gti£lOOC5TOTl(a3 
a^Bcn^j 3(8<i£jo odj <ft>o3 ss>] cmj. B(3^eio onj a>a3 

[3c8‘‘>£jo cru cnam eoo sjcftijsl cnlaajlan roilco) «n1 >es)jajoSaj 
(.njloSoiilojouS, s)acuilo9S)R58 Gcftoegs, R»1ojojcnfrir)njjrao-695 on 
n®OT) aileiooDRSisilraS o®«5iml^1<3l<3c96)6rt385)06if>. 

ra(3r>ejoom (8nnoo85i5)l6)o$ ailej: 
raraonraS— 420 . 

CTO 

oJ<ft)(3iTj- 210. 

Bc3<ieiooi) csaoooo culasScOSjcm rarecnoDoo) Rnlcffioflcmjo 
cruacrsajjo— 3 - 1 - 2013 , 3 asrril. 

3(3^ejocru csaoooo crujlcftolcssijar) raracnonoo) (rolcQxmlcmjo 
cruacmaijo— 4 - 1 - 2013 , 2.30 ffl6ml 

B^rieiocru «njo<es)jcm (rolcoissilomjo cruacssrujo— 4 - 1 - 2013 , 

3 06TT>1 

csa£ioo63BC(3 (TOruoeilRsS ts<U6ngai(3 (3rac)Q)<s3)c9S)j<Tn«»lcnjeajsTB 
cmjcft. ( 50 ) rareoilca>mocrnl rarea»oc»cBc96)6nea5)06if). Bt3^eiooi) 

(Ba£ioo«5iij>l6)CT§ ailei aoanloulraS ecnffl1(B§o a6rrilcscr»o^(ux3 rarejecoo 
cruj“l<ftiffl1ces)jcmcmo6rn. rareejoeissKmjgg n^eio rareenJdMdcftigjo 
m1ocn51c0S)j(rn«j)O6rn. tBciDooe«5K5io6)SOijjo aj(.3nj(.ro)63Bego 
fflcsg6Kmanejjo cscu)Ooa>^j 6 ima§ 2 caiCSgo rareocscfficesioaS rarajaios^ 
6)o_|§j6)cai06n§jgg(!S)2o earaSaflejooDo ai^ceoiaejoraroKaijfflOQa) 
m6rolGcmoc8cuj02da>c/3 tblfflorolcssijcrntmosrn. msrrilcscQioiScujojcfcaS 
arpl ea£ioo63Ba3 (3ia)ma5V6)njS)a<ft>06ng)3B rare(BoJcMdcft>a3 goo) 
aoaolonlraS 21 - 12 - 2012 -ao 3 asrrflcsa ajo3aj d3fl§loo>lffl1ce6)6n)o. 
(moacnil^p <ft)1§2<m a6rril(B<i»o(3cu)o;jcft>o3 ao1fflcnilc0aj(m«»O6nb. 
3(3^eiocru enoooo 6)6)<ft>aoooo3 ojoslepssirossijo 63®1<s6)ra3 rares^j 
8 j)j<a> oilralijj can^cmraijaej. oiomcruljyj <a>1§j(m BdS‘'*£Joon2 < ft>a3 
<i»oa®ioffl2 cftiOosmcuaDoeijo 0 Dj“lc&>ffl 1 <s 6 ) 30 T>®)£j. caqsjrairaS 
ailaiffl6SBa3 (pjcuyorojl 3laicru63i3g1ra3 goi) rarejaoloblcaS oilorejo 
ejelteajcm 85)06no. 


SI. 

No. 

Tender Number and 

Details of Items 

Quantity 

1 

224/2012—Instruments for Renal 
Transplant— 

lset 

2 

225/2012—Instruments for Renal 

Transplant Recipients— 

1 set 

3 

226/2012—LED Light Source— 

2 Nos. 

4 

227/2012—Instruments for Renal 
Transplant: Recipient— 

1 set 

5 

228/2012—AVF Kit Instruments for 
Renal Transplant — 

1 set 


SI. Details of items Quantity 

No. 

(1)(2)(3) 

Donor Set 

1 Sterilizing Tray Perforated, 20" x 10" x 3" 2 

2 Kidney Tray, 30 cms/12" 1 

3 Kidney Tray, 25 cms/10" 1 

4 Kidney Tray, 20 cms/8" 1 

5 Gallipot, 100 mm/4" 4 

6 Sponge Holding Forceps, 25cms/10" 2 

7 Towel Clip, Backhaus, Non Perforating, 6 

13cms/5.5" 

8 BP Handle #3 2 

9 BP Handle # 4 1 

10 BP Handle # 7 1 

11 Dissecting Forceps, Toothed, 15cms/6" 4 

12 Dissecting Forceps, Toothed, 20cms/8" 2 

13 Dissecting Forceps, Toothed, Heavy, 

18cms/7" 2 

14 Dissecting Forceps, Non Toothed, Fine 

15cms/6" 4 

15 Dissecting Forceps, Non Toothed, 

Medium wide, 15cms/6" 2 

16 Dissecting Forceps, Non Toothed, Fine 

20cms/8" 4 

17 Dissecting Forceps, DeBakey, 

1.5mm x 16cms/6" 2 

18 Dissecting Forceps, DeBakey, 

1.5mm x 20cms/8" 2 

19 Artery Forceps, Crile, Cvd, 16cms/6" 6 

20 Artery Forceps, Roberts, Cvd, 20cms/8" 2 

21 Artery Forceps, Spencerwells, Cvd, 2 

20cms/8" 

22 Artery Forceps, Kelly, Cvd, 20cms/8" 2 

23 Artery Forceps, Mosquito, Str., 12cms/5" 6 

24 Artery Forceps, Mosquito, Cvd., 12cms/5" 6 

25 Artery Forceps, Baby -Mosquito, Str., 4 

12cms/5" 

26 Tissue Forceps, Allis, 16cms/6" 6 

27 Tissue Forceps, Allis, 20cms/8" 4 

28 Tissue Forceps, Babcock, 16cms/6" 6 

29 Tissue Forceps, Babcock, 20cms/8" 4 

30 Needle Holder, Mayo, 16cms/6" 2 

TC Gold (Fine + Std.) 

31 Needle Holder, Mayo, 20cms/8" 3 

TC Gold (Fine 1 + Std. 2) 









0)(2)(3) 

32 Needle Holder, Ryder, 1.6mm x 23cms/9" 2 

TC Gold 

33 Needle Holder, Mayo, Std., 18cms/7" 2 

34 Right Angle Forceps, Gemini, 16cms/6.25" 1 

35 Right Angle Forceps, Gemini, 18cms/7" 1 

36 Right Angle Forceps, Gemini, 20cms/8" 1 

37 Right Angle Forceps, Gemini, 23cms/9" 1 

38 Artery Forceps, Kocher, Fine 1x2 teeth, 2 

Str., 16cms/6" 

39 Artery Forceps, Kocher, 1x2 teeth, 2 

Str., 20cms/8" 

40 Scissors, Metzenbaum, Cvd., 15cms/6" 2 

TC Gold, S/C 

41 Scissors, Metzenbaum, Cvd., 18cms/7" 2 

TC Gold, S/C 

42 Scissors, Metzenbaum, Cvd., 20cms/8" 2 

TC Gold, S/C 

43 Scissors, Metzenbaum, Str., 18cms/7" 

TC Gold, 2 

44 Scissors, Metzenbaum, Str., 20cms/8" 

TC Gold, 2 

45 Retractor, Roux, Nestled Set of 3 2 

46 Retractor, Deaver, 25mm x 30cms/12" 2 

47 Retractor, Deaver, 50mm x 30cms/12" 2 

48 Retractor, Kelly, Deep, 155mm x 35mm/ 

50mm (1+1) 2 

49 Retractor, Doyen, 60mm width 1 

50 Retractor, Morris, 65mm width 1 

51 Suction Tube, Frazier, #2, #3 2 

Donor Special Items 

1 Sterilizing Tray Perforated, 20" x 10" x 3" 2 

2 Rib Spreader, Burford-Fiochietto, 

Adult with 6 Blades, set 1 

3 Rib Spreader, Fiochietto, Adult Large 1 

4 Periosteal Elevator, Farabeuf, Cvd., 

13mm x 15 cms 2 

5 Rib Raspatory, Doyen Left, 17cms/6.75" 2 

6 Rib Raspatory, Doyen Right, 17cms/6.75" 2 

7 Bone Rongeur, Beyer, Cvd., 18cms/7" 1 

8 Rib Shear, Giertz-Stille, 27 cms/10.5" 1 

9 Kidney Pedicle Clamp, Guyon/Herrick, 

24cms/9.5" (1 + 1) 2 

10 Vascular Clamp, Satinsky, 34.05.25, 

35.05.27 (1 + 1) 2 


(1) 

(2) 

(3) 

11 

Vascular Clamp, Satinsky, 45mm x 
25cms/10" 

1 

12 

Vascular Clamp, DeBakey, 34.13.20 

2 

13 

Bulldog Clamp, DeBakey, Str., 

Jaw 25, 30, 35 mm 

6 

14 

Bulldog Clamp, DeBakey, Cvd., 

Jaw 25, 30, 35 mm 

6 


Recipient Set 


1 

Sterilizing Tray Perforated, 20" x 10" x 3" 

2 

2 

Kidney Tray, 30 cms/12" 

1 

3 

Kidney Tray, 25 cms/10" 

1 

4 

Kidney Tray, 20 cms/8" 

1 

5 

Gallipot, 100 mm/4" 

4 

6 

Sponge Holding Forceps, 25cms/10" 

2 

7 

Towel Clip, Backhaus, Non Perforating, 
13cms/5.5" 

6 

8 

BP Handle # 3 

2 

9 

BP Handle # 4 

1 

10 

BP Handle # 7 

1 

11 

Dissecting Forceps, Toothed, 15cms/6" 

4 

12 

Dissecting Forceps, Toothed, 20cms/8" 

2 

13 

Dissecting Forceps, Toothed, Heavy, 

18cms/7" 

2 

14 

Dissecting Forceps, Non Toothed, Fine 
15cms/6" 

4 

15 

Dissecting Forceps, Non Toothed, 

Medium wide, 15cms/6" 

2 

16 

Dissecting Forceps, Non Toothed, Fine 
20cms/8" 

4 

17 

Dissecting Forceps, DeBakey, 

1.5mm x 16cms/6" 

2 

18 

Dissecting Forceps, DeBakey, 

1.5mm x 20cms/8" 

2 

19 

Artery Forceps, Crile, Cvd, 16cms/6" 

6 

20 

Artery Forceps, Roberts, Cvd, 20cms/8" 

2 

21 

Artery Forceps, Spencerwells, Cvd, 
20cms/8" 

2 

22 

Artery Forceps, Kelly, Cvd, 20cms/8" 

2 

23 

Artery Forceps, Mosquito, Str., 12cms/5" 

6 

24 

Artery Forceps, Mosquito, Cvd., 12cms/5" 

6 

25 

Artery Forceps, Baby -Mosquito, Str., 
12cms/5" 

4 

26 

Tissue Forceps, Allis, 16cms/6" 

6 

27 

Tissue Forceps, Allis, 20cms/8" 

4 

28 

Tissue Forceps, Babcock, 16cms/6" 

6 

29 

Tissue Forceps, Babcock, 20cms/8" 

4 








0 )_( 2 )_© 

30 Needle Holder, Mayo, 16cms/6" 

TC GOLD (Fine 1 + Std. 1) 2 

31 Needle Holder, Mayo, 20cms/8" 

TC GOLD (Fine 1 + Std. 2) 3 

32 Needle Holder, Sarot, 18cms/7" TC GOLD 2 

33 Needle Holder, Mayo, Std., 18cms/7" 2 

34 Needle Holder, Mayo, Std., 20cms/8" 1 


35 Right Angle Forceps, Gemini, 16cms/6.25" 1 

36 Right Angle Forceps, Gemini, 18cms/7" 1 

37 Right Angle Forceps, Gemini, 20cms/8" 1 

38 Right Angle Forceps, Gemini, 23cms/9" 1 

39 Artery Forceps, Kocher, Fine 1x2 teeth. 


Str., 16cms/6" 2 

40 Artery Forceps, Kocher, 1x2 teeth, 

Str., 20cms/8" 2 

41 Scissors, Metzenbaum, Cvd., 15cms/6" 

TC Gold, S/C 2 

42 Scissors, Metzenbaum, Cvd., 18cms/7" 

TC Gold, S/C 2 

43 Scissors, Metzenbaum, Cvd., 20cms/8" 

TC Gold, S/C 2 

44 Scissors, Metzenbaum, Str., 18cms/7" 

TC Gold 2 

45 Scissors, Metzenbaum, Str., 20cms/8" 

TC Gold 2 

46 Retractor, Roux, Nestled Set of 3 2 

47 Retractor, Deaver, 25mm x 30cms/12" 2 

48 Retractor, Deaver, 50mm x 30c ms/12" 2 

49 Retractor, Kelly, Deep, 155mm x 35mm/ 

50mm (1+1) 2 

50 Retractor, Doyen, 60mm width 1 

51 Retractor, Morris, 65mm width 1 

52 Retractor, Gosset, Self Retaining, Triblade 1 

53 Suction Tube, Frazier, #2, #3 2 

Recipient Special Items 

1 Sterilizing Tray Perforated, 20" x 10" x 3" 1 

2 Dissecting Forceps, DeBakey, 

1.0mm x 20 cms/8" 2 

3 Dissecting Forceps, DeBakey, 

1.5mm x 20 cms/8" 2 

4 Nedl. Hldr., Micro, R/H with catch, Str., 

15cms/6", TC Gold 2 

5 Nedl. Hldr., Micro, R/H with catch, Str., 

18cms/7", TC Gold 2 

6 Nedl. Hldr., Micro, R/H with catch, Str., 

20cms/8", TC Gold 2 


0)(2)(3) 

7 Scissors, Potts, Ring Handle, 45 A /60 A x 

18cms/7" (2 + 2) 2 

8 Scissors, Potts, Ring Handle, 60 A xl6cms/6" 2 

9 Scissors, Micro-Potts, Spring Handle, 

60 A x 18cms/7" 2 

10 Retractor, Collin, Triblade, Deep, Small Lip, 

18cms/7" 1 

11 Vascular Clamp, DeBakey, 60 A Jaw 

32mm x 16cms/6.25" 2 

12 Vascular Clamp, DeBakey, Satinsky, 34.05.25 1 

13 Vascular Clamp, DeBakey, Satinsky, 34.05.26 1 

14 Vascular Clamp, DeBakey, Anastomosis, 

16cms/6.25" 2 

15 Vascular Clamp, DeBakey, Anastomosis, 

17cms/6.75" 2 

16 Vascular Clamp, DeBakey, Anastomosis, 

18cms/7" 2 

17 Vascular Clamp, DeBakey, 60 A Jaw 45mm x 

21cms/8.25" 2 

18 Vascular Clamp, DeBakey, 45 A Jaw 70mm x 

23cms/9" 2 

19 Vascular Clamp, DeBakey, Satinsky, 

# 1, 20cms/8" 2 

20 Bulldog Clamp, DeBakey, Cvd., Jaw 25, 

30mm 4 

21 Bulldog Clamp, DeBakey, Cvd., Heavy, 

100mm/4" 2 

22 Ring Forceps, Diamond Dusted, 18 cms/7" 1 

23 Vascular Dilators, 1, 1.5, 2, 2.5, 3, 4 & 5mm x 

16cms/6" 7 

24 Suction Tube, Frazier, # 2 & # 3 2 

AVF Kit 

1 Sterilizing Tray Perforated, 20" x 10" x 3" 1 

2 Kidney Tray, 20 cms/8" 1 

3 Gallipot, 75 mm/3" 2 

4 Sponge Holding Forceps, 25cms/10" 2 

5 Towel Clip, Backhaus, 13cms/5.5" 6 

6 BP Handle #3 2 

7 BP Handle #7 2 

8 Dissecting Forceps, Adson, Toothed, 

12cms/5" 2 

9 Dissecting Forceps, Micro-Adson, Toothed, 

12cms/5" 2 

10 Dissecting Forceps, Adson, Toothed, 

15cms/6" 2 

11 Dissecting Forceps, Adson, Non Toothed, 

15cms/6" 4 








(1) 

(2) 

(3) 

12 

Dissecting Forceps, DeBakey, Atrau, 



1.5mm xl6cms/6" 

2 

13 

Artery Forceps, Mosquito, Str., 12cms/5" 

6 

14 

Artery Forceps, Crile, Cvd., 16cms/6" 

6 

15 

Needle Holder, Ryder, 16cms/6", TC Gold 

2 

16 

Needle Hldr., Micro, R/H with catch, Str., 



15cms/6", TC Gold 

3 

17 

Needle Holder, Mayo, 15cms/6" 

2 

18 

Right Angle Forceps, Mixter, 16cms/6.25" 



(Std. + Fine) 

2 

19 

Bulldog Clamp, DeBakey, Atrau, Str., 

Jaw 25, 30, 35 mm 

6 

20 

Bulldog Clamp, DeBakey, Atrau, Cvd., 



Jaw 25, 30, 35 mm 

6 

21 

Ring Forceps, Diamond Dusted, 18cms/7" 

1 

22 

Scissors, Stevens, Tenotomy, Cvd., 10cms/4" 

, 


TC Gold, 

2 

23 

Scissors, Blunt points, Cvd., 14.5cms/5.5", 



TC Gold, 

1 

24 

Scissors, Diethrich, 60 A x 16cms/6" 

1 

25 

Scissors, Diethrich, 45 A x 16cms/6" 

1 

26 

Scissors, Micro-Potts, Spring Handle, 



60 A x 18cms/7" 

2 

27 

Needle Holder, Mayo 15cms/6" 

1 

28 

Retractor, Min-Langenbeck, 16cms/6.25" 

2 

29 

Retractor, Senn-Miller, ‘Catspaw’ 16cms/6.25" 

' 2 

30 

Retractor, Langenbeck, 25mm x 6mm, 



21cms/8" 

2 

31 

Retractor, Langenbeck, 35mm x 15mm, 



21cms/8" 

2 

32 

Retractor, Wullstein 3 x 3 Bl. Prongs, 



13cms/5.5" 

2 


LED Light Source — 02 Nos. 



Specifications 



100 Watts, Digital Display, input 230 Volt. 



Schedule 


1. 

The period for which the rates to be in 
One year. 

firm— 

2. 

The rate should be inclusive of all 

taxes. 


otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 


5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in 100 Kerala- non judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One Percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. 
Tenders without samples will not be considered 
for selection. 

13. Tenders should bear the signature and full postal 
address of the tenders and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or his authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working hours. 





( 2 ) 


No. C8/14810/2012/MCT. 26th November 2012. 

Sealed competitive tenders in the prescribed Performa 
are invited for the purchase of the following items required 
for the Superintendent, Government Medical College 
Hospital, Thiruvananthapuram. Tender should be 
superscribed as tender number and addressed to the 
Principal, Government Medical College,Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this Office on 
working hours till 3.30 p. m. 

Tender No.—223-2012. 

Details of item— IV Drip Stands with double 
Narrow Hook. 

Quantity-165 Nos. 

Department—Government Medical College Hospital. 

Cost of tender form (inclusive VAT): 

Original— 420. 

Duplicate— 210. 

Last date and time for sale of tender form— 

3- 1-2013, 3 p. m. 

Last date and time of receipt of tender form— 

4- 1-2013, 2.30 p. m. 

Opening date and time of tender—4-1-2013, 3 p. m. 

Tender forms will be sent through post if 
required provided due amount with sufficient postage 
charge ( 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 OIL Money 
Order should reach this office on or before 21-12-2012. 
No other form of remittance will be accepted. 

raflfflj oj no am njjoo 6)acu)1 <es)ra3 edftoegsj 

<m>c/8jnj(OT)lcoilrare)Oic®j,2)0(52) ai)ouxi)63i3o3 nfloKasmo 
(moroSnjffl^ffljggcuffllraS mlamjo mluailra) GonoorareilraS 
(3(3<i£ioaDj(ft>(/3 (ft*i6m1ijj6)(ft>oggjai)j. ailaa® <d1qi®63Bu 3 
epablruocmjo inJ<ft>3®2)06rf>. 3(8'^ejocru Gnoooo (mlffljaimaroiojjfflo 
fflfflcu)1c9S)Rs8 Gc&>ocBgK! (/DlaSaiiln-pgleia^ aoacIcnilRsS mlamjo 
(njaijraiOTl (3l<uaD63i3g1ra8 6)6)ajcft)j(Bfmfflo 3.30 cu6>o eje^aosrn. 

3 ( 3 (^ejo(Tu cnautS— 223 / 2012 . 

gnJtft) 061)2(513)16)0$ GnJ®-6)n3).<ul (OJUlaJ $ 0 °°$" 0/1(510) 

(U)61)Jl(/3 0)0600 aT)J(06). 

a06TT)o-165 

ajulnj0(3§ 6 x 20 $“—crKU6rr3fflao^'' 6)2 ku) 1<06)(53 G(ft>oegES 
{3T3)UajnJL8J)l. 

QcSaejocru Ganooranj/toaiS ailei (sooebcru gc/36)<jjff>s): 
rareanxoS— 420 . 

CTO 

(/D®1o_|(ft>(3nj- 210. 

sdS^eioan) ffiaoooo rultnScSffljaD rareoicruom (5)1 css rail <j 2 )jo 
(I1)2K52)(UJo—3-1-2013, 3 216ml. 


adS'iejocru aD)1ca>®1<s6)jam raraoiciDom (5)1<r» ra/lasjo 
cruatnKujo— 4 - 1 - 2013 , 2.30 06 ml. 

ocBaejocru (rojOc 86 )jcm (o/tora/tojo ai)2i(X2><ujo—4-1-2013, 3 

216 ml. 

Ga£ioo63i3u3 annioeilraS e<u6n5cn(3 rare(52><ii)(06)jam(5)1(T)jG()i6ii5 
«r>]c£h so rare04(0)21 ocffil raraoacsx <2o06)6n5ra)O6m. odSneioaru 
<2aooorarmlsag oilei 6iOcio1cru1(o3 Gm®lG§o 2)6 id1gc 52)0(3(U)(3 
rarejeaso crui1ca> ®1 cS6)j cm (mo 6m . rareei06)(5)<n)jgg nfljeio 
raiseoJc&iiicajgjo m1®cn)1(96)jrm(5)0 6m. enreooeraioioeisoojo 
2ijL3nj(.(0)63i3ego aeg6K0)ffl)1ejjo ecu)O t ft. < s,j6)2icigjcft)ego (3raai)cd)ces)oci3 
rarejoi cre^eiojgjeicftoenejggraijo G2H53oi1ejoai)o ojj > (M5)2ieio 
rare) (0)j 2)0 0!) 2i6m1 e03)0^01) oj eft.a3 ml® mil o06)j am «5)0 6m. 
2i6ml e(52)0(3cu) oj cft)a3 okpI eanoo 6313c/3 rarejoi asjj renj §j 
6)cft>0 6n5jgg rareenjeftai (ft>a3 soro rarajaoloulraS 21-12-2012, 
3 216m1<06) 21J mi eft)1§1 (52)1 ®1(06) 6IT)o. (0) 0 21 (11)1 aj J cft>1§J0m 
2)6IT)lG(52)0(3(U)OJ(ft>(/3 ml ® 01)1 (06) J 01) (0)0611). 3(3<1£1001) CciOOOo 
6)®(0)2ioooo 3 njos1eio(oia)(0)jo o®1(06)co 3 rarest (0)jca> ra/loljyj 
cft>1§joD(0)j2iei. ®)02 iod1^|j (ft>1§jam fl(3 r »eioai)j(ft>«3 <n)06)(0)0®j 
ca>o®6moic®oeijo aui1(0)ffl1<06)jm)(5)ej. (ft>jsj(0)(o3 qj1oi® 63B(/3 
(.oJOlJ, (515)1 ral OJ 01) 6313 gl(03 @00 (313) a01 01)1 (03 Ollcmjo 

eie1<06)jam (0)06m. 

Schedule 

1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and free 
delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in 100 Kerala non-judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiaivananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 



11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the Signature and full Postal 
address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. 

18. More details can be had from this office on 
working hours. 

l.V Drip stands with double narrow hook. 

Specification 

Stainless steel round type with chromium plated 
three legs—135-270 cm. double narrow hook. Base 
made-up of gum metal and black epoxy rode. 

( 3 ) 

No. C8/20911/2012/MCT. 27th November 2012. 

Sealed competitive tenders in the prescribed 
performa are invited for the purchase of the following 
items required for the Professor & Head, Radiodiagnosis 
Department, Government Medical College Hospital, 
Thiruvananthapuram. Tender should be superscribed 
Tender number and addressed to the Principal, Government 
Medical College,Thiruvananthapuram, Pin-695 011. Details 
can be had from this Office on working hours till 3.30 p. m. 


SI. 

No. 

Tender No. and Details 
of items 

Quantity 

1 

229/2012—Barium Sulphate 

50 


Suspension (1 Lr.) 

Bottles 

2 

„ Lead Divider 15”x 6” 

5 Nos. 


12”x 5” 

5 Nos. 

3 

„ Chest Stand Standard 



Adult Size 

2 Nos. 


Cost of tender form (inclusive of VAT) : 
Original— 420. 

Duplicate— 210. 


Last date and time of sale of tender form— 

3- 1-2013, 3 p. m. 

Last date and time of receipt of tender— 

4- 1-2013, 2.30 p. m. 

Opening date and time of tender—4-1-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient Postage Charges 
( 50) is sent by way of Money Order in favour of the 
Principal, Government Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 OIL Money Order should reach this 
office on or before 21-12-2012. No other form of 
remittance will be accepted. 

rail 0301 moral 01300 6 iaon 1 d 36 ira 3 eca>oegssl 6 iej eocuile®o 
ai)®ecrrioaiilaii ajulo_]oc 3 § 36 iaa 31 e£Jc 96 i rarejcnc/s^ao® ra>06i<p 
nJoasjanD croococn 63 T 3 c /3 oiltwasmo eiojajjomrailai ajiraojoj 
<Md 6 TDlc 9 S) 2 cmj. odS^eio cruj<ft>c /3 BriS^eiocru 
cncnKSOosjcftqsl ailaa/lrai rail® rail <003 ajarn (.o-ila 3 aiilo ; ]oo 3 , 
6 ia(U)lc 96 ira 3 GcftiOGgK!, railOJCljaiaraioJJfflo-ll ci{j)CinD (UlejOmX! 5 T 5 )lra 3 
r4)(3Kf)1ijlffllec9S)srecr)06rf). 


(.cBiffl 

0 Dcru (6 

3(3a£jocri) cDcnio^o 

(T\X)CJOClD6m36326)S (BrUCD^O 

(3Yd63QJ 

1 

229 / 2012 —6Hjo®1®o omo3enmb 
amoii®ojo3oiio3 
(1 eilo(3) 

50 e6iuo§1ra3 

2 

eilojo abloociicuxS 



15”X 6” 

5 o®mo 


12 ”x 5 ” 

5 „ 

3 

„ retail oiioo3" 

aruoo3eajL)(3<AD 



rarecuiraSo ooamaii 

O 

2 „ 


odSaejocri) eo®oorarail6iaij ailei (somoni g« 36 io_| 6 is): 


rareaiira 3 — 420. 

cro 

aa® 1 o_|<ft,( 3 oj— 210. 

3 (3 nemo® oil jcm rare oj cro o cn rail®ra> 1 ® 3 o 

cruacffiQjjo—3-1-2013, 3 asm! 

3c8<iejO(Tu on j 1 <ft> ®1 <003011 rarecuoruotn rail®rail®3o 
(Tuamicnjo—4-1-2013, 2.30 a6ml. 

GcSneiomj raijocosijono rail®rail®jo crua®(ujo—4-1-2013, 
3 a 6 ml. 

Go£ioo 63 T 3 u 3 rainJoeilraS <j(U 6 nsrij (3 rare®®<e®30iirailai3G<iJ6iTg 
raijcft> so rareuil<a>ao®1 rare®®e<0©6ngraiO6ni. racSneiooii 
Gciooorarrolaaji oilei 630 tiolcru 1 ra 3 eai® 1 e§o a6m1e®0(3aix3 
rare)G®o aml<a> ®1 <003 am raio 6ni. raraeio 6ira> ®jgg n<5)&jo 
raiseoJcMica>g 30 ail omul <00300105106111. enmooeraraioosonjo 
aj(.ft nJ L®i 63 i 3 ego aeo 6 irai aafleijo eonoda.^j ®at $3 <a.ego 
rare®®<0®3<uoa3 rareioic/s^a^gjracaiosnejggraijo earaSoileiocnio 
oj^teraiaejorareiraijao® a6m1e®0(3ajDOj<ft>a3 ailoaiilcoojaiiraioeni. 
a 6 im 1 e®o (3 cui o 3 <a> c /3 onpl e on o o 63 B c /3 rare><u cre^®o_| §3 
®ca> 06 n 5 jgg rare eoj <0*1 < 0 jo 3 gs® rarejnolarolraS 21-12-2012-013 
ajarii <ftn§ 1 ® 1 al<s 6 ) 6 mo. raioaaiil^j <ft>l§3am a6m1e®oc3(ui03<ft>a3 
ail® crul <003 am raio 6nb. fl( 3 <mioaru Kooooo ©o<0>aoooa3 
njos1&joraimrai3o 63 ® 1 <e©ra 3 raras^ ra>3<0> railol^p <an§3(im®i3aei. 
raioacnil^ <0>1§3cm 3c3^£joaii2<0>c/3 ®ooraio®2 c&ooemaK/aoejjo 
aii/l<ft>®1<0©3cniraie]. AjsjrairaS oj 1 oj® 6313 o 3 (n-ifUA«5rail blojaii 63 B 
g 1 ra 3 go® rare)n£ila\) 1 ra 3 01101130 eje1<0©3cmraio6ni. 








Schedule 


TENDER EXTENSION NOTICE 


1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and free 
delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed in 100 Kerala non-judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the Signature and full Postal 
address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. 

18. More details can be had from this office on 
working time. 

Government 

Medical College, (Sd.) 

Thiruvananthapuram. Principal. 


No. C2-2882/2012/DCT. 6th December 2012. 

The following tenders invited by the undersigned to 
arrange the procurement of Materials, Equipments, 
Instruments, Book and lournals have been extended as 
follows. 


SI. No. 

Tender No. and item 

1 

27/2012—Instruments 

2 

28/2012—Materials 

3 

29/2012— Equipment 
to 

31/2012 

4 

32/2012—Instruments 

5 

33/2012—Books 

6 

34/2012—Journals 


Last date and time of sale of tender form— 

4- 1-2013, 2 p. m. 

Last date and time of receipt of tender— 

5- 1-2013, 2.30 p. m. 

Date and time of opening of tender— 

5-1-2013, 3 p. m. 

Tender form will be sent by post on payment of an 
additional amount of 50 as postage charge in the form of 
Money Order. Last date for receipt of Money Order is 
24-12-2012. More details can be had from this office on 
working hours. 

(rolffljajCDCiWojjao fflCLuojjraiS 

cruou)(n<Tuoi2i(.cr)1<ft)C^, gnJca>ra6no63T3a3, tn)(.am63T3a8, srujcaojcftc/S, 
ess(36mejjtft)U3 n^anolai cuosaBjcmraflcn cMisrhlijlojcm «5i06i9> 
ojooffijcm 3(3nejo<TU3c&>u3 gcnlryocrsjanD «5i1cn)«r>1 
Sl^nGilnjl^praloBOJODJ. 

cncrucS 3 c3^£jo<tu cnamojo gocnaijo 

1 27/2012-gnJ<ft,ffl6TD63T3C(3 

2 28 / 2012 —<Tuommar)oatcbl<ft>c/3 

3 29/2012 (S2)t.frinCTUOl21LtOlca)U3 

ajraxoS 

31/2012 

4 32/2012-gnJ<ft,ffl6TD6313C(3 

5 33/2012-6njJ<SS)Jcft.u3 

6 34/2012-G82cd6meJ2<a>C/8 

3 (8<ieioonj Unoaoo (u1ra8c96)jcno rareaicruoao ©ilooxmlcmjo 

Crul2<S2)Q1Jo-4-1-2013, 2 2)61101. 

3(3<i£i0(ru crui1<ft> ®1 <s6)jam oraoi onocn csilcssjo 

<TU2Kr»(UJo-5-1-2013, 2.30 2)6rhl. 

3(5>^ejO(Tu «5ijo<flS)jano railtn) coil w jo crum coxujo— 
5-1-2013, 3 2)6TT)1. 

3(3<^£10<TU <3n£)0O6313«3 ®1nJ0ffl3aitf>l &1@1 c96)1010(511(10)39 
2)6rbl(£QQ)0(30JL)(3 ( 50) 24-12-2012, 3 2)6m1c96) 2)JOOJOC!Q)1 si 

630aOlcnilKS8 £1@1njlra1d3ffl6TT)o. cft,]SJC0X53 Oil(Uffl63Ba3 
3l(U(TU6313glRS8 630a£)1fnilRS8 (hlaTDJo (3iao1<S3)0(UJfm8S)06n0. 

Dental College, (Sd.) 

Thiruvananthapuram. Principal (In-charge). 








TENDER NOTICE 


No. S/3635/2012/DCC. 23rd November 2012. 

Sealed competitive tenders in the prescribed form are 
invited for the supply of the following Dental Materials to 
the Government Dental College, Kozhikode. 

Tender No. and Superscription—S/3635/12/DCC— 
Extraction Forceps & Filling Instruments etc. 

Estimate Cost— 3,00,000 

E.M.D.— 1% 

Cost of tender forms: 

Original— 630. 

Duplicate— 315. 

By M.O. only — 680. 

Closing date of sale of tender form by post— 
20-12-2012, 3 p. m. 

Closing date and time for sale of tender form— 

3- 1-2013, 3 p. m. 

Last date and time of receipt of tender form— 

4- 1-2013, 4 p. m. 

Opening date and time of tender—5-1-2013, 11 a. m. 

G<&>o<pled3£>os co(U6n3sii2a3'' oarmracS (Scft>ocBgs3l(B£jd3S) estoav 
fflcft.osj«5T5)1ralc0ffljcm najuagcsS cruocDrncruoi2(.cn1ca>c(3 culcmosmo 
ajiBCUij fflraroocruieoajajgg <3c3‘i£jocruj<&>o3 

cftfldsnol^jjfflcfljOggjanDj. 

otS^ejorru cnaurajo csffloejwjRsimjo—n^rru/ 3635 / 12 / 
anl.crul.crul.— o<j)ceb(S0c9iiia3 CBnnoc3crurucru cmaja^ arileilocn 
6Da3cru(s,}G>2]cff 

(3TdS83>®S CO)} eft. 3 &JcMdo. 

0OlaC5)L(3CUio —1 %. 

B^riejocru (Sa£ioo(i3Tro1ffla3 oiler 

OTDCTUOS 630 

cro 

OJD^nJglcBcSfflDO- 315 

R5>nJOG53 QJ<S>1 (n®o. 63. 2)0(.(TOo)- 680 

<3(8<i£jocn) culRsSijjcn raraai cruo ml c96)janD ccdIoq)rjiIqqjjo 
C rUfflOQKUJo («5)nJORS8 ffl2(S6Um)-20-12-2012, 3 2)6m1. 

<3(8<iejo<Tu ajIraSiTjm rareajcruomlceffljcrr) (mien)railersjo 
cruaoajjo— 3 - 1 - 2013 , 3 a6ml 

G^aeiocru eje 1 ec 0 €) 6 re rarsajeruom (ml® cmlcajo 
cruacmaijo — 4 - 1 - 2013 , 4 a6rril. 

3(3(iejom5 (mjocosijam (tolcoKmlccsjo cruaasajjo— 5 - 1 - 2013 , 
11 m6rhl. 


Government Dental College, 
Medical College Campus, 
Kozhikode. 


(Sd.) 

For Principal. 


